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Execut ive Regist ry 


13 December 1958 


MEMORANDUM FOR THE\IjjLE CBR.D 

SUBJECT: St ate DepartmeryrUse o f Polygraph Operator for Interview 

of J I 


On 13 December at 1230 the DCI told Mr. Loy Henderson 
that we did not believe it advisable to provide a polygraph operator 


for the security interview of 


and as a matter of 


policy confined our polygraph work to strictly internal matters. 
Mr. Henderson said he understood this, and considered the matter 
closed. 


cc: D/Security 


jyman B. Kirkpatrick 
Inspector General 


Approved For Re I ease 2 003/06/17^ Dl A- 
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Mr. Dulles: 

This is to remind that you wish to call Loy Henderson and 
advise him of your decision that we will not make available one of 
our polygraph operators to conduct the security interview of 

JSE 

12 December 1958 
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24 November 19b8 


ME'rAC AAN'OUM PGR: director of Central Intelligence 


SUBJECT 


i Privately -.owned Prop erty Claim, 

\ Fit Division 



1. * his memorandum contains a recommendation for your approval 

in paragraph 3. 

2,. he Deputy Dire ctor /Plans has submitted, through us, the claim 
| for c ompensation ior personal property lest in 

a warehouse nre wane was servin g overse as. Ihe warehouse 

apparently was uninsured and. the fact that ! ~1 himseli was not carrying 
insurance ha® resulted in his losing his possessions. I I contends 

that inasmuch as the Agency made the arrangements for the storage we 
should accept the liability tor his loss. Ihe Headquarters Board of Survey 
has examined the claim and turned it down. I I has now appealed to 

you tor a reversal of this decision. The Deputy Director /Support has 
reviewed the decision of the Board of Survey and concurs in it. We have 
also reviewed the decision and concur in It. 

3. It is recommended that you support the decision of the Board of 
Survey and turn down I | appeal. 

j ^ j * y-ilSc 

I.yman B. Kirl-patrica 
Inspector General 


"he recommendation in paragraph 3 i® approved. 

2*4 * TtHD j?; , 
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